CALCULATION OF LEVERS
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27. From Tip;. 52, showing a safety valve for a stationary boiler, what weight must be placed at, W in order that the boiler will "blow off" at 150 Ib. pressure per sq. in.?
Wa?
TMa'm I FHK 51.
2'0/cfm
Fio. 52.
Fulcrum
Fw. 53.
28.  In using an ordinary claw hammer for pulling n. n;iil .MS shown in  V\^ 5r>,  we. are using; a,  first-class  lever.    tSuppo.se as shown